10      DOCKETED ITEMS

-9107030265 Notice of receipt of petition under 10CFR2.206.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/067
25. 4pp. 58314:173-58314:177.

9107300163 Petitioner reply to NRC Staff proposed decision under 10CFR2.206.* Con-
servative & lawful course would be to order plant to shutdown unless & until plant can
be operated in safe manner.W/Certificate of Svc.

CURRAN.D. Union of Concerned Scientists. CURRAN.D. New England Coalition on
Nuclear Pollution. CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly
Harmon, Curran & Tousley). #391 12050. 91/07/26. Commissioners (Post 750119).
15pp. 58559:333-58559:348.

H. General correspondence

9107170177 Expresses disappointment in questionable plant condition & suggests plant
remain closed until NRC proves plant can be operated in complete safety.
STENBERG Affiliation Not Assigned. 91/06/28. MURLEY.T. Office of Nuclear Reactor
Regulation, Director (Post 870411). 2pp. 58471:153-58471:154.

9107050277   Responds   to   910610   Itr   expressing   concern   re   extending   plant
license.Public will be given opportunity to request hearing once application filed.
SEARS.P.M. Project Directorate 11-1. 91/07/01. STOCKEY.D. Affiliation Not Assigned.
5pp. 58333:168-58333:172.

9107150339 Requests removal of listed address from NRC mailing list for all documents
excepts for documents prepared per Natl Environ Policy Act for projects in New Eng-
land states.

HIGGINS.E. Environmental Protection Agency. 91/07/09. Office of Nuclear Reactor
Regulation, Director (Post 870411). 11pp. 58458:261-58458:310.

9107190014 Responds to 910611 Itr to EPA re facility relicensing process & petition
filed w/NRC by Union of Concerned Scientists & New England Coalition on Nuclear
Pollution. Issues within perview of NRC.

WESSMAN.R.H. Project Directorate I-3. 91/07/10. ALPERT.S. Affiliation Not As-
signed. 3pp. 58482:120-58482:175.

9107230349 Responds to 910619 Itr to Chairman Carr concerning contents of front
page article in Boston Globe of 910609,under headline "Two at NRC Say Rowe is
Safety Risk."

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/077
11. PATRICK.D. Affiliation Not Assigned. 7pp. 58493:075-58493:137.

9107250092 Responds to Itr expressing concerns re facility reactor vessel discussed at

public forum on 910625.

,     WESSMAN.R.H. Project Directorate I-3. 91/07/12. PIPPIN.S. Affiliation Not Assigned.
2pp. 58538:001-58538:054.

9107240242 Comments on questions of continued operation of facility w/ brittle reactor
vessel & of continuing to be lead PWR for relicensing.

RANDALL.P.N. Affiliation Not Assigned. 91/07/15. SELIN.I. Commissioners (Post
750119). 2pp. 58549:025-58549:026.

9107300035 Discusses key questions in recent debate initiated by DCS petition re reac-
tor pressure vessel safety & pending license renewal application.Replacement would
level financial burden on operating costs at facility.

MCCUTCHEN.B.. STEELE.J., MAITLAND.A. Citizens Concerned About the Yankee-
Rowe Atomic Plant. 91/07/15. MURLEY.T.E Office of Nuclear Reactor Regulation,
Director (Post 870411). 4pp. 58610:016-58610:018.

9107260210 Responds to 910604 Itr re concerns of Beyond War Youth of Westfield
about facility reactor vessel & continued operation of plant Informs of upcoming meet-
ings to address public questions & concerns.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/

18. INGLEDUE.J.L. Affiliation Not Assigned. 3pp. 58569:305-58569:360.

-9107290208 Comments on Beyond War Youth of Westfield.MA concerning obligation
to take stand regarding health & welfare of people & environ surrounding plant
IN6LEDUE,J.L Affiliation Not Assigned. 91/06/29. CARR.K. Commissioners (Post
750119). 1 p. 58569:360-58569:360.

9107240233 Responds to 910626 Itr raising concerns re reactor vessel & other plant
issues.No decision made re operation of facility after completion of current operating
cyclaConcerns raised do not warrant immediate plant shutdown.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/

19. VAN ITALLIE.J. Affiliation Not Assigned. 3pp. 58541:263-58541:265.

9107260216 Responds to 910626 Itr expressing concerns on "brittle state" of aging
plant & that plant be shut down.Commission made no decision re operation of plant
until after completion of current operating cycle.W/o stated encl.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/
19. KREMERS.A. Affiliation Not Assigned. 3pp. 58572:156-58572:160.

-9107260219 Expresses concerns on brittle state of aging plant & that plant be shut
down until investigation conducted.

KREMERS.A. Affiliation Not Assigned. 91/06/26. CARR.K. Commissioners (Post
750119). 1p, 58572:159-58572:159.

-9107260222 Expresses concerns on brittle state of aging facility & that plant be shut
down until investigation conducted.

KREMERS.A. Affiliation Not Assigned. 91/06/26. CURTlSS,J. Commissioners (Post
750119). 1 p. 58572:160-58572:160.

L Financial information

9107110298 Discusses resolution of voluntary petition for reorganization under Chapter
11 of Bankruptcy Code approved on 910420.PSNH emerged from bankruptcy 910516.
PAPANIC.G. Yankee Atomic Electric Co. 91 /07/03. Document Control Branch (Docu-
ment Control Desk). 2pp. 58409:075-58409:076.

K. Utility Rnal Safety Analysis Report (FSAR) & amends

8107050213 Updated FSAR for Yankee Rowe.W/910701 Itr.
THAYER.J.K. Yankee Atomic Electric Co. 91 /07/01:. 500pp. 58350:001-58351:158.

0. Advisory Committee on Reactor Safeguards reports & correspondence

9107160285 Responds to 910620 Itr expressing concerns re facility reactor vessel & li-
cense renewal.Concludes that licensee has not made final decision nor submitted ap-
plication for renewal of OL.

WESSMAN.R.H. Project Directorate I-3. 91/07/08. LATENDORF.F.A. Affiliation Not
Assigned. 3pp. 58440:164-58440:219.

-9010220149 Discusses reactor vessel integrity & neutron fluence levels reported in util
900928 Itr.

MURLEYJ.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/10/
09. FRALEY.R.F. ACRS - Advisory Committee on Reactor Safeguards. 1p. 58440:208-
58440:219.

-9010220151 Discusses reactor pressure vessel fluence assessment.
HASELTINE.J.D. Yankee Atomic Electric Co. 90/09/28. Document Control Branch
(Document Control Desk). 9pp. 58440:209-58440:219.

P. Operating license stage documents & correspondence

9008300130 Provides NRR mgt interim basis for evaluating PTS safety issue posed by
high level of ernbrittlement of plant reactor vessel & to prevent premature use of plant
probabilistic analysis to justify restart,before review completed.
RANDALL.P.N. Materials & Chemical Engineering Branch. 90/07/31.
RICHARDSON.J.E. Division of Engineering Technology (Post 890827). 5pp.
58443:087-58443:091.

9107180078 Summarizes fracture toughness estimates for irradiated vessel
matls.Estimation of current irradiated toughness difficult due to chemistry.initial proper-
ties & ernbrittlement trends.

HISER.A.L Materials & Chemical Engineering Branch. 90/08/30. CHENG.C.Y. Materi-
als & Chemical Engineering Branch. 22pp. 58489:339-58489:361.

9009170163 Ack efforts in providing input to encl safety assessment of plant reactor
vessel & addressing concern re continued operation.

RICHARDSON.J.E. Division of Engineering Technology (Post 890827). 90/09/10.
RANDALL.P.N. Materials Engineering Branch. 2pp. 58443:085-58443:086.

9009170111 Voices objection to 900831 Itr re reactor vessel.Ltr misrepresents prof
opinion of technical staff.

RANDALL.P.N. Materials Engineering Branch. 90/09/11. MURLEY.T.E. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 2pp. 58443:083-58443:084.

9009240065 Discusses reactor vessel per 900911 response to author 900831 memo re
licensee estimates of RT-NDT for matls.

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/09/
18. RANDALL.P.N. Materials Engineering Branch. 3pp. 58443:092-58443:094.

9107020318 Formalizes 910620 telcon request for addl info re REMIX calculations.
SEARS.P. Project Directorate I-3. 91/06/20. PAPANIC.G. Yankee Atomic Electric Co.
2pp. 58263:001-58263:002.

9107020112 Ack receipt of 910614 Itrs inviting Chairman Carr & author to participate in
discussion panel on 910627 in North Adams, Massachusetts to discuss Yankee Rowe
safety issues.Regrets that NRC cannot accept invitation.

MURLEY.T.E. Office of Nuclear Reactor Regulation. Director (Post 870411). 91/06/
21. DENSMORE.B. Advocate, Williamstown, MA. 2pp. 58338:023-58338:034.

-9107020120 Forwards 910614 Itr to TE Murley requesting NRC participation in 910627
discussion panel in North Adams, Massachusetts to discuss Yankee Rowe safety
issues.

DENSMORE.B. Advocate, Williamstown, MA. 91/06/14. CARR.K.M. Commissioners
(Post 750119). 5pp. 58338:027-58338:032.

-9107100111 Requests that NRC designate member of Staff to serve as panelist at
910627 public hearing in North Adams.MA to discuss facility.

DENSMORE.B. Advocate, Williamstown, MA. 91/06/14. MURLEY.T.E. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 2pp. 58338:033-58338:034.

9107020325 Forwards response to NRC 910620 request for addl info re REMIX calcula-
tions to predict temp distribution of injection plume in downcomer region.
HASELTINE.J.D. Yankee Atomic Electric Co. 91/06/26. Document Control Branch
(Document Control Desk). 4pp. 58279:335-58279:338.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107080152 Informs of plans to issue final response re petition to shut down facility &
date of open public meeting concerning facility safety issues.

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91 /06/
27. LEDOUX.S.L Massachusetts, Commonwealth of. 2pp. 58397:116-58397:138.

9107160113 Provides comment opposing relicensing of plant

GARFINKEUH. Affiliation Not Assigned. 91/07/03. SEARS.P. Project Directorate I-3.
2pp. 58470:137-58470:138.

9107160285 Responds to 910620 Itr expressing concerns re facility reactor vessel & li-
cense renewal.Concludes that licensee has not made final decision nor submitted ap-
plication for renewal of OL.

WESSMAN,R.H. Project Directorate 1-3. 91/07/08. LATENDORF.FA Affiliation Not
Assigned. 3pp. 58440:164-58440:219.

-9010220149 Discusses reactor vessel integrity & neutron fluence levels reported in util
900928 Itr.

MURLEYJ.E Office of Nuclear Reactor Regulation, Director (Post 870411). 90/10/
09. FRALEY.R.F. ACRS - Advisory Committee on Reactor Safeguards. 1p. 58440:208-
58440:219.

-9010220151 Discusses reactor pressure vessel fluence assessment
HASELTINE,J.D. Yankee Atomic Electric Co. 90/09/28. Document Control Branch
(Document Control Desk). 9pp. 58440:209-58440:219.'

58435:153-58435:238c.). 91/07/03 HALL R.E Ura-
